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MINERVA  TERRACE 
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BEE   HIVE  GEYSER. 


GROTTO     GEYSER 


'MOTHER  OF  THE  FOREST"  CALAVERAS   GROVE.  HEIGHT  327   FEET,    CIR.  78  FEET. 


GREAT   FALLS. 


YELLOWSTONE      PARK. 
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HELL'S    HALF   ACRE  FROM   THE   ROAD. 


ONEONTA     GORGE    FROM    THE    RAILROAD. 


THE   VERNAL   FALL,  336   FEET  Y0SEM1TE  VALLEY,  CAL 


LIBERTY    CAP,    NATIONAL    HOTEL    AND    VALLEY. 


WEST    ENTRANCE  TO   GOLDEN     GATE. 
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